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Message Text 


UNCLASSIFIED 

PAGE 01 PARIS 03862 062036Z 

15 

ACTION EUR- 12 

INFO OCT-01 ISO-OO FEA-01 ACDA-10 CEQ-01 CIAE-00 DOTE-OO 
EPA-04 HEW-06 HUD-02 INR-07 INT-05 L-03 NSAE-00 

NSC-05 NSF-02 OIC-02 PA-02 PM-04 PRS-01 SAJ-01 OES-05 

SP-02 SS-15 TRSE-00 USIA-15 ERDA-07 /113W 

092629 

R 062028Z FEB 76 
FM AMEMBASSY PARIS 
TO SECSTATE WASHDC 7627 

UNCLAS PARIS 03862 

FOR OES AND PASS ERDA/GEOTHERMAL 

E.O. 11652: N/A 
TAGS: CCMS, ENRG 

SUBJECT: CCMS: GEOTHERMAL ENERGY SMALL POWER PLANTS AND 
NON-ELECTRIC USES-APPOINTMENTS FOR DR. BRESEE 12 AND 13 
FEBRUARY 

REF: A) STATE 021 102, B) PARIS 02764 

1 . RE PARA 2 REFTEL A REQUEST, SANGNIER UNABLE TO MEET 
ON 1 1 FEBRUARY. CAN MEET ONLY ON 12 FEBRUARY AT 1800. 
SUGGEST THAT DR. BRESEE CALL ON OFFICE OF SCICOUN, U.S. 
EMBASSY, 2 AVENUE GABRIEL, BY 5:30 P.M. MR. SANGNIER 
CAN COMMUNICATE IN ENGLISH. 

2. ON 13 FEBRUARY 9:00 A.M. DR. BRESEE WILL BE PICKED 

UP AT HIS HOTEL BY MR. SZYNALEK (COMPAGNIE GENERATE DE 
CHAUFFE-TEL: 657-1221) FOR APPROXIMATELY A THREE-HOUR 
VISIT TO MELUN. 

3. PTE ASF. ADVISE AS SOON AS POSSIBLE IF DR. BRESEE 
SPEAKS FRENCH. 

RUSH 

UNCLASSIFIED 
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Executive Order: N/A 
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Handling Restrictions: n/a 
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